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372 
Electrical Shock Hazard of Underwater Swimming 
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Elkton, Md., Aircraft, Dec. 8, 1963. Q57:212, 331 
Elmira, N. Y., Warehouse, Sept. 13, 1963. Q57:377 
Everglades, Fla., Aircraft, Feb. 12, 1963. Q57:212, 
331 
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Vinyl Chloride. Q57:352 

Pyrotechnics. Q57:344 

Rice Bran. Q57:344, 426 
Explosives and Munitions Plant, Fire and Explo- 

sion Involving: 

Allentown, Pa., Mar. 16, 1963. Q57:344 
Exposure, Fire, During Wartime. 57:261 
Extinguishers: 

Wrong Type Used in Fires. 057:417, 419 
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Fackler, J. P. Q57:217 
Factory Insurance Association. 
Fatalities: 
Asphyxiated. Q57:37, 306, 309, 313, 316 
Bulk Plant (Flammable Liquid) Fire, Cause of. 
Q57:90, 92 
Children, Unattended. Q57:336, 339, 340 
Explosion, LP-Gas, Caused by. 57:392 
Explosions, Caused by. 57:2, 9, 12, 116, 177, 212, 
223, 331, 332, 343, 344, 346, 347, 349, 352, 414, 426 
Fell Trying to Escape. Q57:309, 311, 317 
Firemen. Q57:343, 344 
Flammable Liquids Fire, Caused by. Q57:344 
Heart Attack, Result of Fire Fighting. Q57:309, 317 
LP-Gas Fire, Caused by. Q57:406 
Multiple-Death Fires of 1963. Q57:331 
Spectators, Killed by Falling Wall. Q57:344 
Trapped by Barred Windows. Q57:346 
Trapped in Building on Fire. Q57:31, 36, 38, 207, 
211, 212, 213, 224, 230, 267, 269, 275, 309, 331, 332, 
335, 336, 340, 341, 345 
Trapped in Forest Fire. Q57:349 
Trapped in Vehicle. Q57:348 
Favorite Resort of Fire, A. Q57:232 
Federal Aviation Agency. Q57:130, 132, 134 
Federation of Mutual Fire Insurance Companies. 
Q57:61, 62 
Federation of Societies for Paint Technology. 
Q57:320 
Fertilizer Mixing Plant, Fire Involving: 
Burbank, Wash.. Jan. 5, 1963. Q57:373 
Fiberboard, Combustible. See also Interior Finish 
Fire Spread by. Q57:180, 208, 247, 249, 253 
Fire Department: 
Access Hampered by High-Piled Stock. Q57:377 
Equipment Inadequate. Q57:375 
Forces Reduced by Other Fires. Q57:183, 185 
Improperly Trained. Q57:377 
Inadequate. Q57:377 
Initial Response Inadequate. Q57:373, 374 
Insufficient Equipment. Q57:373, 374 
Insufficient Manpower. Q57:374 
Poorly Trained. Q57:375 
Response Delayed. Q57:375 
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Fire Departments, Factor in Large-Loss Fires, 
Q57:373 
Fire Extinguishers. See Extinguishers, Fire 
Fire Marshals Association of North America, 
Q57:6 
Fire Marshal’s Delegated Authority, The. By 
Virgil Langtry. Q57:126 
Fire Prevention, Industrial. Q57:350 
Fire Protection Developments in 1963. By Percy 
Bughee. Q57:212 
Fire Protection Handbook. Q57:5, 276 
Fire Protection for High-Piled Combustible Stock 
in Warehouses. By James E. Troutman. Q57:15 
Fire Record of Cities. Q57:103 
Fire Test in 20-Story Apartment Building at 
Maison-Alfort (Seine). By J. P. Fackler. 
Q57:217 
Fire Tower Lookout. 57:275 
Fireworks. See Pyrotechnics 
Fires and Fire Losses Classified, 1962. Q57:191 
Fitchville, Ohio, Nursing Home, Nov. 23, 1963. 
Q57: 207, 212, 346 
Flame Resistance of Cotton Textiles. 57:83 
Flame Spread over Combustible Surfaces. 57 :320 
Flammable Liquids. See also Explosions 
Explosions Caused by Electrical Equipment. 
365 
Fires Caused by or Involving. Q57:372, 418 
Improperly Stored, Fire Involving. Q57:376, 422 
Flint, Mich., Store, Feb. 13, 1963. Q57:376 
Foam Rubber Storage. See Warehouses 
Foley, Fla., Cellulose Pulp Storage, Sept. 12, 1962. 
Q57:292 
Food Products Plants, Fires Involving: 
Meat Packing: 
Terre Haute, Ind., Jan. 2, 1963. Q57:332, 343 
Rice Mill: 
Stuttgart, Ark., June 3, 1963. Q57:344, 426 
Sugar Refinery: 
Moses Lake, Wash., Sept. 25, 1963. Q57:343, 414 
Forest and Brush Fires: 
Atlantic County, N. J., Apr. 26-23, 1963. 
349 
Brazil, Sept. 1963. Q57:212 
Foster, Harold L. Q57:386 
Framingham, Mass., Tank Farm, Aug. 21, 1963. 
Q57:346 
nr. Fredonia, Wis., Chemical Mfg., July 22, 1963. 
Q57:344 
Frictional Sparking of Cast Magnesium, Alu- 
minum, and Zinc. By A. G. Downing. Q57:235 
Furniture Stores. See Stores 
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Q37: 


Q57:213, 


Garages, Parking, in Dwellings, Fires Involving. 
Q57 :334 
Garages, Repair, Fires Involving: 
Central City, Nebr., Mar. 23, 1963. Q57:343 
Cleveland, Ohio, Aug. 13, 1963. Q57:343 
Gas, Fires and Explosions Caused by or Involving. 
See also Explosions 
Cyclopropane: 
Santiago, Chile, May 6, 1963. Q57:222 
Liquefied Petroleum Gas: 
Indianapolis, Ind., Oct. 31, 1963. Q57:392 
Memphis, Tenn., July 31, 1963. Q57:406 
Vinyl Chloride: 
Attleboro, Mass., Jan. 12, 1964. Q57:352 
Gas, Fires and Explosions Involving. Q57:334 
Gases: 
Combustible: 
Detection and Measuring Instruments for. 057: 
168 
Toxic: 
Detection and Measuring Instruments for. 57: 
168, 173 
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Gasoline. See Flammable Liquids, Stores 

Gasoline Service Station. See Siores 

Golden Age Nursing Home, Fitchville, 
57 :346 

Golden Age Nursing Home Fire, The. By Ernest E. 
Juillerat. Q57:207 

Grain Elevators. See Warehouses 

Granby, P. Q., Warehouse, Feb. 18, 1963. Q57:379 

Greenville, Mich., Supermarket, Oct. 27, 1963. 
Q57 :374 

Grocery Warehouses. See Warehouses 

Groton, Conn., Ship, May 7, 1963. Q57:347 


Ohio. 


Re 


Hammond, Ind., Warehouse, Dec. 22, 1963. 
376 
Hangar, Aircraft, Fire Involving: 
Selfridge AFB, Mich., Jan. 9, 1963. Q57:371 
Hanmer Twp., Ont., Restaurant, Aug. 1, 1963. 
Q57 :344 
Hanmer Twp., Ont., Service Station, Aug. 1, 1963. 
Q57:344 
Hardware Stores. See Stores 
Hartford, Conn., Hospital, Dec. 8, 1961. ©57:269 
Hartford, Ill., Ship, Mar. 4, 1963. Q57:347 
Heaters: 
Gas-fired, Cause of Explosion. Q57:116 
Gasoline-fired, Cause of Fire. @Q57:342 
LP-Gas-fired, Cause of Explosion. Q57:394 
Malfunction of, Cause of Fire. Q57:291 
Oil-fired, Cause of Fire. Q57:335, 339, 340 
Heating and Cooking Equipment, Fires Caused 
by. Q57:116, 291, 331, 334, 335, 339, 340, 342, 372, 
394 
Helper, Utah, Coal Mine, Dec. 16, 1963. Q57:343 
Hicksville, N. Y., Store, Jan. 2, 1963. (57:376 
High-Piled Stock. See Storage 
High-Piled Storage Under Sprinklers. (57:288 
High-Rise Building, Fire in. Q57:119 
Hirst, R. Q57:141 
Homes for Aged. See Nursing Homes 
Hospital Operating Room Explosion. 
Hospitals, Fires Involving: 
Effingham, IIl., Apr. 4, 1949. Q57:267 
Hartford, Conn., Dec. 8, 1961. Q57:269 
Hotels, Fires Involving: 
Atlantic City, N. J.. Jan. 9, 1963, 57:231 
Atlantic City, N. J., Nov. 18, 1963. Q57:213, 224, 
378 
Boston, Mass., Mar. 29, 1963. Q57:31 
Hull, Mass., Feb. 1916. Q57:232 
Hull, Mass., Jan. 7, 1927. Q57:232 
Jacksonville, Fla., Dec. 29, 1963. Q57:213, 306, 309 
New York, N. Y., Jan. 6, 1964. Q57:306 
South Heidelberg, Pa., Apr. 7, 1963. Q57:375 
Hotels, Fatal Fires of 1963. (57:340 
Hoyle, H. Q57:154 
Hull, Mass., Fires at: 
Amusement and Recreation Area: 
Sept. 1916. Q57:232 
Mar. 4, 1955. (57:232 
Mar. 11, 1963. Q57:233 
Apr. 22, 1963. 57:234 
Oct. 28, 1963. Q57:234 
Conflagration: 
Mar. 28, 1923. 
Hotel: 
Feb. 1916. 57:232 
Jan. 7, 1927. Q57:232 
Steamboat Landing, Steamboats: 
Nov. 28, 1929. Q57:232 


Q57: 


Q57 :222 


Q57:232 


435 


I 
Incendiary (Suspicious) Fires. Q57:185, 334, 345, 
372, 391 
Cause of Large-Loss School Fires. Q57:372 
Indianapolis Coliseum Explosion. By Wilbur L. 
Walls. Q57:392 
Indianapolis, Ind., Auditorium, Oct. 31, 1963. 
Q57:212, 349, 392 
Indianola, Miss., Warehouse, Nov. 7, 1963. Q57:375 
Industrial Plants. See also separately listed occupancies 
Fire Loss in 1962. Q57:197 
Multiple-Death Fire in. Q57:342 
Industrial Trucks: 
Load Spilled, Started Fire. Q57:418 
Inspection of Dwellings. 57:213 
Inspection of Hotels. Q57:225 
Institute of Electrical and Electronics Engineers, 
Inc. Q57:40 
Institutional Properties. 
Homes, Prisons 
Institutions, Fatal Fires of 1963. Q57:345 
Institutions, Life Safety in. 0Q57:267 
Insulation Material, Combustible: 
Fire Spread by. 57:119, 124 
Interior Finish, Combustible. See also Acoustical 
Ceiling Tile, Fiberboard, Plywood 
Factor in Fire Spread. Q57:227, 274, 417 
Fatal Dwelling Fire Spread by. 057:334, 336 
Fatal Mobile Home Fire Spread by. Q57:341 
In Fire-Resistive Building. Q57:31 
International Association of Electrical Inspectors. 
Q57:40 
International Fire Statistics — 1962. Q57:201 
Interstate Commerce Commission Specification 
MC330. 57:13, 14. 


See Hospitals, Nursing 


J 


Jacksonville, Fla., Hotel, Dec. 29, 1963. Q57:213, 
306, 309 

Jacksonville, Fla., Ship, May 7, 1963. Q57:347 

Jacksonville, Fla., Supermarket, Sept. 14, 1963. 
Q57 :378 

Jacksonville Hotel Disaster. 
Q37:309 

Jensen, Rolf H. 


By Ernest E. Juillerat. 


(957 :296 


Johnston City, S. C., Clothing Plant, Jan. 26, 


1963. Q57:375 


Juillerat, Ernest E. (57:207, 224, 309 


K 


Kewanee, Ill., Restaurant, Jan. 1, 1963. Q57:373 


L 


Ladders, Rescue Over. Q57:315 

Langtry, Virgil. ©57:126 

Large-Loss Fires of 1963. 57:370 

Laurel, Del., Lumberyard, Feb. 4, 1963. 

Le Vine, Richard Y. 57:363 

nr. Lexington, Ky., Grocery Warehouse, Jan. 21, 
1963. Q57:346 

Life Safety in Institutions. (57:267 

Lightning, Fires Caused by. 57:372 

Liquefied Petroleum Gas. See Gas, LP-Gas, Tanks 

LP-Gas Cylinders, Overfilling. Q57:396 

LP-Gas Tank Truck Accident and Fire, Berlin, 
N. Y. By Wilbur L. Walls. 57:9 

LP-Gas Transport Truck Fire, Memphis, Tenn., 
July 31, 1963. Q57:106 

Logan, Ill., Coal Mine, Jan. 29, 1963. 

Los Angeles School Fire Tests. (57:276 


Q57:373 


Q57:343 





436 


Louisville, Ky., School Improvement. Q57:386 
Lovington, N. M., Warehouse, Feb. 26, 1963. 57: 
377 
Lumberyards, Fires Involving: 
Laurel, Del., Feb. 4, 1963. Q57:373 
Quinton, N. J., Apr. 4, 1963. Q57:370 
Luxora, Ark., Dwelling, Feb. 21, 1963. Q57:213 


M 


off Madeira, Ship, Dec. 23, 1963. Q57:212 
Making Louisville’s Schools Safer. By Harold L. 

Foster. Q57:386 
Management’s Attitude Toward Fire Protection. 

Q57:350 
Marietta, Ga., Drugstore, Oct. 31, 1963. Q57:344 
Matches. See Smoking and Matches 
Meat Packing Plants, Fires Involving: 

Terre Haute, Ind., Jan. 2, 1963. Q57:177, 212 
Mechanical Foam and Dry Chemical, Compati- 
bility of. Q57:296 
Mental Institutions, Fires Involving: 
Rockville, Ind. (children), May 3, 1963. Q57:345 
Mercantile Occupancies. See also Stores 
Fire Loss in 1962. Q57:196 
Metalworking Plants, Fires Involving: 
Steel Fabricating: 
South Avis, Pa., Dec. 29, 1963. Q57:379 
Steel Mill: 

Sault Ste. Marie, Ont., Jan. 23, 1963. Q57:344 
Method of Measuring Smoke Density, A. 57:276 
Middlesworth, C. M. Q57:130 
Mines, Coal, Fires and Explosions Involving: 

Helper, Utah, Dec. 16, 1963. Q57:343 

Logan, IIl., Jan. 29, 1963. Q57:343 

Newport Twp., Pa., Apr. 16, 1963. Q57:343 
Omuta, Japan, Nov. 9, 1963. Q57:212 

Sardis, W. Va., Apr. 25, 1963.  Q57:212, 331, 342, 

343 

Mines, Potash, Fires and Explosions Involving: 
Moab, Utah, Aug. 27, 1963. Q57:212, 332, 343 
Minneapolis, Minn., Store, Feb. 24, 1963. Q57:379 
Missile Booster Quench Nozzle. Q57:401 
Missiles and Rockets, Deluge System Protection 
for. Q57:399 
Missiles and Rockets, Fires Involving: 
nr. Roswell, N. M., June 1, 1963. Q57:370 
Moab, Utah, Potash Mine, Aug. 27, 1963. 57-212, 

332, 343 
Mobile Homes, Fatal Fires of 1963. Q57:341 
Montreal, P. Q., Canada, Aircraft, Nov. 25, 1963. 

Q57:212 
Montreal, P. Q., Office Building, Dec. 21, 1962. 

Q57:119 
Montreal, P. Q., Store, Apr. 6, 1963. Q57:344 
Montreal High-Rise Fire. By D. M. Baird. Q57:119 
Morehouse, Mo., Dwelling, Feb. 23, 1963. Q57:213 
Moses Lake, Wash., Sugar Refinery, Sept. 25, 1963. 

Q57:343, 414 
Motels, Fires Involving: 

Atlantic City, N. J., Sept. 11, 1961. Q57:231 
nr. Seattle, Wash., June 7, 1963. Q57:375 
Motor Vehicles, Fatal Fires. 057 :348 
Motor Vehicles, Fires Involving. See also Trucks 
Cornwall, Conn., May 30, 1963. Q57:348 
Pittsburgh, Pa., July 9, 1963. Q57:348 
Mt. Pleasant, Mich., Store, Apr. 7, 1963. Q57:344 
Mt. Vernon, Mo., Nursing Home, Feb. 1, 1963. 

Q57:345 ; 

Multiple-Death Fires of 1963. Q57:331 


N 


Nashville, Tenn., Grocery Warehouse, Mar. 21, 
1958. Q57:289 


NFPA QuarTerty — Aprit 1964 


National Automatic Sprinkler and Fire Control 
Association. 57:16 
National Aviation Facilities Experimental Center. 
Q57:130, 134, 136, 141 
National Bureau of Standards. Q57:6 
National Cotton Council of America. Q57:83 
National Electrical Code. Q57:363 
National Electrical Code Requirements for 
Swimming Pools. By H. B. Whitaker. Q57:55 
NFPA Committees: 
Electrical Equipment in Chemical Atmospheres. 
Q57:366, 412 
Fire Departments Serving Rural Areas, Establish- 
ment of. Q57:413 
National Electrical Code. Q57:40, 55 
National Electrical Code, Rules of Procedure for. 
Q57:412 
Rural Fire Prevention Promotion, 
of. Q57:413 
Rural Fire Protection, Reorganization of. Q57:413 
Rural Fire Protection and Prevention, Establish- 
ment of. Q57:413 
Safety to Life, Reorganization of. Q57:412 
NFPA Electrical Section, Rules of Procedure. 
Q57:412 
NFPA Regulations Governing Technical Com- 
mittees. Q57:412 
NFPA Standards, Codes, 
Manuals: 
Building Exits Code (NFPA No. 101). 
215, 306, 319, 320 
Fire Protective Construction on the Farm (NFPA 
No. 223), Withdrawn. Q57:413 
Flammable Anesthetics Code (NFPA No. 56). 
Q57:222 
National Electrical Code (NFPA No. 70). Q57: 
50, 53, 55, 207, 211, 215, 363 
Specifications for Motor Fire Apparatus (NFPA 
No. 19). Q57:214 
Standard for the Installation, Maintenance, and Use 
of Municipal Fire Alarm Systems (NFPA No. 73). 
Q57:214 
Standard Operating Procedures for Aircraft Rescue 
and Fire Fighting (NFPA No. 402). Q57:214 
Standard for the Storage and Handling of Liquefied 
Petroleum Gases (NFPA No. 58). Q57:13, 116 
Water Supplies on the Farm (NFPA No. 296), 
Withdrawn. Q57:413 
Newport Twp., Pa., Coal Mine, 
Q57 :343 
New York, N. Y., Hotel, Jan. 6, 1964. Q57:306 
North Charleston, S. C., Supermarket, Dec. 31, 
1963. Q57:344 
Nozzle, Missile Booster Quench. Q57:401 
Nursing Homes, Fires Involving: 
Fitchville, Ohio, Nov. 23, 1963. Q57:207, 212, 346 
Mt. Vernon, Mo., Feb. 1, 1963. Q57:345 
Pinehurst, Idaho, Sept. 17, 1963. Q57:345 
Warrenton, Mo., Feb. 17, 1957. Q57:268 


Establishment 


Model Ordinances, 


Q57:39, 122, 


Apr. 16, 1963. 


Oo 


Office Buildings, Fires Involving: 
Montreal, P. Q., Dec. 21, 1962. Q57:119 
Youngstown, Ohio, Feb. 3, 1963. Q57:379 
Omuta, Japan, Coal Mine, Nov. 9, 1963. Q57:212 
Oolitic, Ind., Stonecutting, Jan. 2, 1963. Q57:371 
Openings, Horizontal, Vertical, Unprotected, Fires 
Spread Through. Q57:334, 336, 342 
Openings, Vertical: 
Factor in Fire Spread. Q57:2, 119 177, 180, 224, 
227, 272 
Factor in Life Safety in Buildings. Q57:334 
Factor in Smoke Spread. Q57:123, 306, 309, 319 
Proper Enclosure of in Building. Q57:306 
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Oxyacetylene Cutting, Research in. Q57:61 
Oxygen: 
Detection and Measuring Instruments for. Q57:168, 


175 
F 


Paper Mill, Fires and Explosions Involving: 
Wood Fibre, B. C., Aug. 18, 1963. Q57:343 
Paper Storage. See Warehouses 
Parking Garages. See Garages 
Paterson, N. J., Prison, May 18, 1963. Q57:345 
Peters, C.C. Q57:320 
Philadelphia, Pa., Conflagration, Jan. 1, 1963. 
Q57:375 
ar. Piketon, Ohio, Dec. 13, 1963. Q57:374 
Pinehurst, Idaho, Nursing Home, Sept. 17, 1963. 
Q57:345 
Pittsburgh, Pa., Automobile, July 9, 1963. Q57:348 
Plaquemine, La., Chemical Plant, Apr. 3, 1963. 
Q57:213 
Plastics Fabricating Plant, Fire Involving: 
Bayonne, N. J., Apr. 20, 1963. Q57:370 
Plywood, Combustible. See also Interior Finish 
Fire Spread by. 57:34, 38, 39 
Polymerization, Explosion During. 57 :352 
Potash Mines. See Mines 
Pressure Piling in Electrical Equipment. 57:367 
Prison, Fire Involving: 
Paterson, N. J., May 18, 1963. Q57:345 
Proposed Revised NFPA Regulations Governing 
Technical Committees. 57:69 
Protection Criteria for Wartime Fire Exposure. 
By G. E. Troxell. Q57:261 
Protection, Public Fire. See also Fire Department 
Mutual Aid Airlifted. Q57:428 
Mutual Aid Effective. Q57:423, 425 
Public Assembly Occupancies, Fires Involving. See 
also separately listed occupancies 
Coliseum: 
Indianapolis, Ind., Oct. 31, 1963. Q57:349, 392 
Public Storage. See Warehouses 
Pyrotechnics, Fatal Explosion Involving. 


Q 


Quinton, N. J., Conflagration, Apr. 4, 196%. 
Q57:370 
Quinton, N. J., 
Q57:370 


Q57:344 


Lumberyard, Apr. 4, 1963. 


R 


Radiation Sensors. Q57:403 

Rag Storage. See Warehouses 

Railroad Rolling Stock. See Trains 

Ras Tanura, Saudi Arabia, LP-Gas Tank, Aug. 4, 
1962. Q57:89 

Reactor, Chemical, Failure of. 

Records, Lost in Fire. Q57:211 

Records, Saved in Fire. Q57:248 

Refinery, Fire Involving: 

Sugar: 

Moses Lake, Wash., Sept. 25, 1963. Q57:414 

Refrigerated Liquefied Petroleum Gas Plant Fire. 
Q57 89 

Report of the General Manager. 
Q57:5 

Reports of Important Fires. Q57:414 

Research in Oxyacetylene Cutting. 
Auck. Q57:61 

Residential Occupancies. 
occupancies 

Fire Loss in 1962. Q57:196 
Resistance Meters. (57:54 
Restaurants. See Stores 


Q57:352 


By Percy Bugbee. 


By Dale K. 
See also separately listed 


Retardants, Added to Materials. 57:83 

Rhodes, J. M. Q57:25 

Rice Bran Explosion. See Explosions / 

Rocket Center, W. Va., Munitions Mfg., April 27, 
1963. Q57:344 

Rockets." See Missiles and Rockets 

Rocket Propellants, Fire Protection for. Q57:399 

Rocket Propellant Mfg. Plant, Fire Involving: 

Rocket Center, W. Va., Apr. 27, 1963. Q57:344 

Rockville, Ind., Mental Institution, May 3, 1963. 
Q57:345 

Rooming Houses, Fatal Fires. Q57:341 

nr. Roswell, N. M., June 1, 1963. Q57:370 

Royal Aircraft Establishment. Q57:143 


Ss 


Sag Harbor, N. Y., Electrical Equipment Assem- 
bling Plant, Feb. 6, 1963. Q57:375 
St. Denis, P. Q., Warehouse, Nov. 5, 1963. Q57:377 
Ste. Adelaide de Pabos, P. Q., Dwelling, Jan. 29, 
1963. Q57:213 
Sardis, W. Va., Coal Mine, Apr. 25, 1963. Q57:213 
Saugus, Mass., School, Oct. 1, 1963. Q57:246, 390 
Saugus, Mass., School, Oct. 22, 1963. Q57:246, 
390 
Saugus, Mass., School, Mar. 13, 1964. Q57:390 
Saugus School Fires — Epilogue. Q57:390 
Sault Ste. Marie, Ont., Steel Mill, Jan. 23, 1963. 
Q57 3344 
Sausalito, Calif., May 4, 1963, Warehouse. Q57:379 
School Fires Cause Hardships. Q57:246 
Schools, Fires Involving. See also Dormitories, Ed- 
ucational Occupancies 
Attleboro, Mass., Jan. 12, 1964. °Q57:357 
Mason City, Ill., Mar. 5, 1963. Q57:375 
Saugus, Mass., Oct. 1, 1963. Q57:246, 390 
Saugus, Mass., Oct. 22, 1963. Q57:246, 249, 390 
Saugus, Mass., Mar. 13, 1964. Q57:390 
Schools, Large-Loss Fires of 1963. Q57:372 
Schools, Sprinkler Protection For. Q57:386, 391 
SCUBA. See Divers 
Science Making Progress in Imparting Flame Re- 
sistance to Cotton Textiles. By George L. 
Drake, Jr. Q57:83 
Scientific and Technical Center for Building. 
Q57:217 
nr. Seattle, Wash., Motel, June 7, 1963. Q57:375 
Secaucus, N. J., Metal Storage, June 26, 1962. 
Q57:291 
Selfridge AFB, 
Q57:213, 371 
Service Stations. See Stores 
Seven Killed in Japanese Department Store Fire. 
Q57:273 
Sheboygan, Wis., June 3, 1963. Wood Flour 
Plant. Q57:374 
Sherry Biltmore Hotel Fire, Boston, Mass., The. 
By Rexford Wilson. Q57:31 
Shingles, Wood. See Wood Shingles 
Ships and Barges, Fires Involving: 
Groton, Conn., May 7, 1963. Q57:347 
Hartford, Tll., Mar. 4, 1963. Q57:347 
Hull, Mass., Nov. 28, 1929. Q57:232 
Jacksonville, Fla., May 7, 1963. Q57:347 
off Madeira, Dec. 23, 1963. Q57:312 
South Mobile, Ala., Aug. 31, 1963. Q57:347 
Shoe Stores. See Stores 
Shopping Centers. See Stores 
Smoke: 
Cause of Extensive Damage. Q57:38 
Cause of Total Evacuation of Building. Q57:119 
Factor in Loss of Life in Building. Q57:306, 309, 
313, 316, 317 
Fire Fighting Handicapped by. Q57:417 
Hindrance to Fire Fighting. Q57:181 


Mich., Aircraft, Jan. 9, 1963. 
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Smoke Density Chamber XP2. (57:277 
Smoking and Matches, Fires Caused by. 
333, 372 
Smoot, A. W. 57:40 
Society of Fire Protection Engineers. 57:6 
South Avis, Pa., Steel Fabricating, Dec. 29, 1963. 
Q57:379 
Southern Regional Research Laboratory. 57:83 
South Heidelberg, Pa., Hotel, Apr. 7, 1963. Q57:375 
South Mobile, Ala., Ship, Aug. 31, 1963. Q57:347 
Sparks, Cutting and Welding, Fires Caused by. 
Q57:61 
Sparks, Electrical, Fires Caused by. 
Sparks, Fires Caused by. Q57:291, 378 
Sparks, Incendive. 57:235 
Sparky the Fire Dog. 57:216 
Spread of Fire. See also Doors, Interior Finish, Open- 
ings, Storage 
By Exposure. Q57:2, 182 
By Flying Brands. Q57:182, 186 
By Wind. Q57:183 
Spontaneous Heating, Fires Caused by. 57:372 
Spontaneous Heating of Baled Rags, Fire Caused 
. by. Q57:288 
Spring Valley, Sask., Warehouse, Aug. 20, 1963. 
Q57 :373 
Sprinkler Protection for Foam Rubber and 
Urethane Foam. By G. Bray and H. Hoyle. 
Q57:154 
Sprinkler Protection for Schools. Q57:386, 391 
Sprinklers: 
Damaged by Explosions. Q57:357, 427 
Deluge, High-Speed. Q57:399 
Effectiveness of. 57:25 
High-Piled Stock, Performance 
Q57:376, 377 
High-Piled Stock, 
Q57:16, 288 
High Temperature Heads, Advantage of. 57:26 
Lack of. Q57:39, 119, 122, 177, 180, 207, 208, 212, 
247, 249, 255, 267, 269, 272, 309, 319 
Mandatory in Department Stores. @Q57:275 
Mandatory in Hotels. Q57:225 
Necessary for Life Safety in Institutions. 
Overpowered by Exposure Fire. Q57:186 
Partial Protection, Ineffective. Q57:269 
Performance in Large-Loss Fires of 1963. 
Satisfactory Performance. Q57:232, 267 
Shut Off During Fire. 57:375 
Tests. Q57:26 
Water Taken by Fire Department. 
Stairwaye. See Openings, Vertical 
Stockton, Calif., Container Storage, June 3, 1963. 
Q57:293, 377 
Stockton, Calif., Container Storage, July 9, 1963. 
Q57 :294 
Stone Quarrying and Working: 
Oolitic, Ind., Jan. 2, 1963. Q57:371 
Storage: 
High Piling, Hampered Sprinkler Control. Q57:377 
High Piling, Hampered Fire Department Operations. 
Q57:377 
Improper, Influencing Fire Spread. Q57:15 
Nonpalletized, Damaged by Water. Q57:428 
Storage Occupancies. See also Warehouses 
Fire Loss in 1962. Q57:197 
Stores, Fires Involving. See also A partments with Stores 
Clothing Stores: 
Mt. Pleasant, Mich., Apr. 7, 1963. Q57:344 
Terre Haute, Ind., Mar. 20, 1963. Q57:179 
Department Stores: 
Chicago Heights, Ill., Nov. 25, 1963. Q57:375 
Flint, Mich., Feb. 13, 1963. Q57:376 
Hicksville, N. Y., Jan. 2, 1963. Q57:376 
Minneapolis, Minn., Feb. 24, 1963. Q57:379 
Terre Haute, Ind., Mar. 20, 1963. Q57:179 
Tokyo, Japan, Aug. 22, 1963. Q57:272 


Q57:290, 


Q57:179, 190 


Hampered by. 


Unsatisfactory Because of. 


Q57 :267 


Q57:377 


Q57:375 


NFPA Quarterty — Aprit 1964 


Drugstore: 
Marietta, Ga., Oct. 31, 1963. 
Furniture Store: 
Montreal, P. Q., Apr. 6, 1963. Q57:344 
Gasoline Service Station: 
Hanmer Twp., Ont., Aug. 1, 1963. Q57:344 
Hardware Store: 
Edina, Minn., June 18, 1963. 
Multiple Mercantile: 
Terre Haute, Ind., Mar. 20, 1963. 
Restaurant: 
Hanmer Twp., Ont., Aug. 1, 1963. Q57:344 
Kewanee, Ill., Jan. 1, 1963. Q57:373 
Shoe Stores: 
Terre Haute, Ind., Mar. 20, 1963. 
Shopping Center: 
Carpentersville, Ill., Nov. 18, 1963. 
Supermarket: 
Greenville, Mich., Oct. 27, 1963. Q57:374 
Jacksonville, Fla., Sept. 14, 1963. Q57:378 
North Charleston, 8. C., Dec. 31, 1963. Q57:344 
Stores, Fatal Fires Involving. (57:344 
Stuttgart, Ark., Rice Mill, June 3, 1963. 
426 
Subway Trains. See Trains 
Sugar Storage. See Warehouses 
Supermarkets. See Slores 
Surface Flammability of Wood Coatings. By 
H. W. Eickner and C. C. Peters. Q57:320 
Surfside Hotel Fire, Atlantic City, N. J. Q57:378 
Swift, Richard L. Q57:168 
Swimming Pool Lighting Fixtures, Underwater, 
Electrical Shock Hazard of. Q57:40 


Q57:344 


Q57:378 


Q57:2 


Q57:179 


Q57:377 


Q57:344, 


T 


Tacoma, Wash., Theater, Apr. 30, 1963. Q57:187 
Tank Farm: 

Framingham, Mass., Aug. 21, 1963. Q57:346 
Tank, Vinyl Chloride, Fire Involving. Q57:358 
Tanks, Aboveground, Fire and Explosion Involv- 

img. Q57:346 
Tanks, LP-Gas, Fires Involving. 
Liquefied Petroleum 

Ras Tanura, Saudi Arabia, Aug. 4, 1962. Q57:89 
Tanks, Underground, Overfilled. Q57:344 
Technical Committees, NFPA, Proposed Revised 

Regulations Governing. 57:69 
Temperature Rating and Sprinkler Performance. 
By J. M. Rhodes. Q57:25 
Tent, Camping, Fatal Fire. 
Terre Haute, Ind.: 
Meat Packing Plant, Jan. 2, 1963. 
332, 343 

Mercantiles, Mar. 20, 1963. Q57:2, 179 

Stores and Dwellings, Feb. 6, 1963. Q57:179 
Tests, Fire: 

Apartment Building. Q57:217 

Compatibility of Mechanical Foam and Dry Chemi- 

cal. Q57:296 

High-Piled Combustible Stock. Q57:15 

Oxyacetylene Torch Sparks. Q57:63 

Smoke, in Apartment Building. Q57:217 

Swimming Pool Shock Hazards. 57:42 

Wood Chip Pile. Q57:95 

Wood Coatings. Q57:320 
Textile Products Plants: 

Clothing Plant: 

Branchville, 8. C., Sept. 21, 1963. Q57:373 

Johnston City, S. C., Jan. 26, 1963. Q57:375 
Thawing Pipes, Fires Caused by. Q57:371, 379 
Theaters, Fires Involving: 

Tacoma, Wash., Apr. 30, 1963. Q57:187 
Thompson Chemical Company Explosion. Q57:352 
Tokyo, Japan, Department Store, Aug. 22, 1963. 

Q57:272 


See also Gas, 


Q57:341 


Q57:177, 212, 





7 








Townsville, Queensland, Australia, Sugar Ware- 
house, May 9, 1963. ©57:255 
Trains, Fires Involving: 
Subway Train: 
Toronto, Ont., Mar. 27, 1963. Q57:416 
Transformer, Fire Involving: 
nr. Piketon, Ohio, Dec. 13, 1963. Q57:374 


Transoms: 
Contributing to Loss of Life and Fire Spread. 
Q57:31, 39 
Transportation. See Aircraft, Motor Vehicles, Ships 


and Barges, Trains, Trucks 
Troutman, James E. Q57:15 
Troxell, G. E. Q57:261 
Trucks, LP-Gas Fueled, Fire Involving: 
Memphis, Tenn., July 31, 1963. Q57:406 
Trucks, LP-Gas Transport, Fires Involving: 
Berlin, N. Y., July 25, 1962. Q57:9 
Memphis, Tenn., July 31, 1963. Q57:406 
Tucson, Ariz., Dry Cleaning, Mar. 29, 
Q57:343 
Tunnel, Fire and Explosion Involving: 
Toronto, Ont., Mar. 27, 1963. Q57:416 


1963. 


U 


Underwriters’ Laboratories, Inc. 
42, 55, 56, 57, 60, 296, 363 

U. S. Department of Agriculture. 

U. S. Department of Commerce. 57:6 

U. S. Forest Products Laboratory. 57 :320 

U. S. National Academy of Sciences — National 
Research Council, Committee on Fire Re- 
search, Q57:5 

U. S. Naval Research Laboratory. 57:297 


Q57:16, 19, 40, 


Q57:320 


Vv 


Vent Valves, Bulk Plant Tanks. 57:90, 91 
Vinyl Chloride Explosion. By Wilbur L. Walls. 


Q57:352 
W 
Walker AFB, N. M., Missile, June 1, 1963. Q57:213, 
372 


Wall and Ceiling Spaces, Concealed: 
Factor in Fire Spread. Q57:181, 187, 207, 211, 247, 
249 
Factor in Smoke Spread. Q57:306, 309, 311, 312 
Walls, Fire Division: 
Effective. Q57:420 
Fire Spread Through Pipe Openings. Q57:422 
Walls, Wilbur L. Q57:9, 352, 392 
Warehouses, Fires Involving: 
Cellulose Pulp: 
Foley, Fla., Sept. 12, 1962. Q57:292 
Ce'd Storage: 
st. Denis, P. Q., Nov. 5, 1963. Q57:377 
Container Storage: 
Secaucus, N; J., June 26, 1962. Q57:291 
Stockton, Calif., June 3, 1963. Q57:293 
Stockton, Calif., July 9, 1963. Q57:294 
Cotton Storage: 
Indianola, Miss., Nov. 7, 1963. Q57:375 
Lovington, N. M., Feb. 26, 1963. Q57:377 
Drug Storage: 
Evanston, Ill., Oct. 7, 1963. Q57:418 
Foam Rubber: 
Detroit, Mich., May 9, 1961. Q57:290 
Grain Elevator: 
Bow, N. H., Mar. 2, 1963. Q57:375 
Spring Valley, Sask., Aug. 20, 1963. Q57:373 
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Grocery: 
nr. Lexington, Ky., Jan. 21, 1963. Q57:346 
Nashville, Tenn., Mar. 21, 1958. @57:289 

Paper Products Storage: 

Elmira, N. Y., Sept. 13, 1963. Q57:377 
Stockton, Calif., June 3, 1963. Q57:293, 377 
Stockton, Calif., July 9, 1963. Q57:294, 377 

Paper Storage: 

Cantonment, Fla., Mar. 9, 1962. Q57:290 
Chicago, IIl., Sept. 27, 1959. Q57:289 

Plastics Products Storage: 

Cooksville, Ont., Sept. 16, 1963. Q57:295 
Granby, P. Q., Feb. 18, 1963. Q57:379 

Public Storage: 

Hammond, Ind., Dec. 22, 1963. Q57:376 

Rag Storage: 

Baltimore, Md., May 10, 1962. Q57:291 
Baltimore, Md., July 19, 1955. Q57:288 

Sugar Storage: 

Moses Lake, Wash., Sept. 25, 1963. Q57:414 
Townsville, Queensland, Australia, May 9, 1963. 
Q57:255 

Whiskey Storage: 

Sausalito, Calif., May 4, 1963. Q57:379 

Warrenton, Mo., Nursing Home, Feb. 17, 1957. 

Q57:268 

Wartime Fire Exposure, Protection Criteria for. 

Q57:261 
Watchman Service: 
Inefficient. Q57:375 
Mandatory in Hotels. Q57:225 
Substandard. Q57:379 
Watercraft, Fires Involving. See also Ships and 
Barges 
nr. Earle, N. J., June 7, 1963. Q57:347 
South Mobile, Ala., Aug. 31, 1963. Q57:347 
Water Spray System: ‘ 
Damaged by Explosion. Q57:374 
Water Supplies: 
Lack of for Fire Fighting. Q57:208 
Private Supply Inadequate. Q57:370, 373 
Public Supply Inadequate. Q57:375 
Weakened by Explosion. Q57:358 

Water Tanks, Unprotected-steel-supported, Dam- 

aged by Fire. Q57:428 

Weather, Fire Fighting Handicap. 57:423 

Welding and Cutting, Fires Caused by. 57:122, 

257, 289, 290, 292, 344, 347, 372, 415 

Whiskey Storage. See Warehouses 

Whitaker, H. B. Q57:55 

Wilson, Rexford. Q57:31 

Wind: 

Aid to Fire Fighting. Q57:186 
Effect on Fire. Q57:233, 234 

Fire Spread by. Q57:211 

Hindrance to Fire Fighting. Q57:182 

Wind Tunnel Tests. 57:144 

Windowless Buildings, Fires in. Q57:376, 378 

Windows: 

Barred, Prevent Escape. Q57:346 
Ordinary Glass, Fire Spread Through. Q57:427 
Wired Glass, Ineffective. Q57:419, 421, 422 
Too High or Small for Escape. Q57:334 
Wood Chip Pile Burning Tests. By D. M. Baird. 
Q57:95 

Wood Coatings, Flammability Tests. 57:320 

Wood Shingles: 

Factor in Conflagration. Q57:232 

Woodworking Plant, Fire Involving: 

Wood Flour Mfg.: 
Sheboygan, Wis., June 3, 1963. Q57:374 

Wood Fibre, B. C., Aug. 18, 1963, Q57:343 


Y 


Youngstown, Ohio, Office Building, Feb. 3, 1963. 
Q57:379 





















































